From practicle hands on experience when | was a teenager on park Rides. 
Vertigo lessens with distance from the axis center. It wouldNot be a problem 
as big as the rotating spaceship would be especiallylf people could see 
outside the spaceship by plasma screen camera picture rotation that cancels 
rotating motion in picture. The real reason for objection is economic. It costs 
more. The advantage is not esthetic but necessity. Artificial gravity prevents 
bone and muscleDeteriation 


